Indane Gas 



Indane Gas Customer Care 

Indane Gas is one of the global leaders in packed LPG providers. Indane Gas offers extensive 
customer support through Internet, telephone and their regional offices and distributors located 
all over India. The following tips will help you to reach Indane Gas customer care division more 
efficiently. 

Contact Indane Gas customer-care online 
The different services offered online 

• You can get information about LPG product like specifications, prices etc. 

• You can submit a query or complaint. 

• You can find emergency numbers. 
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Approach Indane Gas Customer Care on the phone 

• Dial toll-free 1800-2333-555 for queries, suggestions or complaints. 

• Dial emergency numbers listed at EmergencyNumbers.aspx for gas leak or other LPG related 
emergency. Following are the emergency numbers for major Indian Cities: 

Hyderabad- 9963240011 

Delhi- 9213993912, 9810084031, 9873417442,9810084031,9873417442,9999748049, 
9999748292,9654044738,9811736400, 9654044738, 9811736400, 9810471178, 9810942845 

Bangalore- 080-26665877, 080-26664887, 9449074840, 080-41263305, 

9449036073,9845393429,9341220232 

Mumbai- 27715225, 27549683, 02525-270772, 02525- 289410. 02521-220965, 02529-256679, 
021912-41339, 02141-221230, 02525-240631 

Kolkata- 03216-237571, 24458113 / 23988400, 26627270, 23507505, 24357268/1581, 



25934440 

Approach Indane Gas Customer Care in person 

One can visit the Indane Gas online customer service cell or distributor to speak to the customer 
care executive. 

You can find the nearest Indane Gas customer service cell at Address of Indane Gas Customer 
Service Cell in major Indian Cities. 

Corporate Office: 

Indian Oil Corporation Ltd, 

Corporate Office, 

3079/3, 

J B Tito Marg, 

Sadiq Nagar, 

New Delhi - 110049 

Tel: Oil -26260000 

Delhi 

Indane Area Office 

Indian Oil Corpn. Ltd 

2nd Floor, World Trade Cebtre 

Babar Road 

New Delhi - 110 001 

Ph:011-23411282 



